LILY  REID  HOLT  MEMORIAL  CHAPEL 

Lake  Forest  College  (Middle  Campus) 
Lake  Forest,  III. 

The  College  Chapel,  constructed  in  1899,  is  dis- 
tinguished by  its  graceful  tower  and  large  Gothic 
vaulted  hall.  It  is  primarily  used  for  religious  serv- 
ices of  small  groups  and  other  meetings.  The 
building  is  connected  to  Reid  Hall  by  a  cloister, 
making  an  attractive  unit  of  Bedford  stone  reminis- 
cent of  English  university  architecture. 

Photo  by  T.  L.  Davies 
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